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ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 RSC-01 /021 W 

015656 

R 231453Z DEC 74 
FM AMCONSUL FRANKFURT 
TO SECSTATE WASHDC 8924 
USDOC WASHDC 
INFO AMEMBASSY BONN 

UNCLAS FRANKFURT 8370 

E.O. 11652: NA 
TAGS: BEXP, GW 

SUBJECT: WTDR - WARNING K.G., WERNER 

1. ADDRESS: 231 FRANKFURTER STRASSE, 6078 NEU ISENBURG, W. GERMANY, 
CABLE/TELEX: N/A, PHONE: 06102-4100, OFFICER: WERNER WARNING, 

OWNER. 

2. ESTABLISHED 1970 FOR ENGINEERING, INSTALLATION, 

DISTRIBUTION OF ALARM SYSTEMS. MANUFACTURE IS CHIEFLY DONE BY 
FIRMS UPON WARNING'S ORDER. 13 EMPLOYEES. SALES AREA W. GERMANY, 
AUSTRIA, SWITZERLAND. 

3. FINANCIAL REFERENCE: STADTSPARKASSE FRANKFURT, TRADE REFERENCE: 
LOCAL CHAMBER OF COMMERCE. 

4. FOREIGN FIRMS REPRESENTED: N/A. 

5. FIRM REGISTERED AS LIMITED PARTNERSHIP W. WANRING 
LIABLE PARTNER, WIFE AS LIMITED PARTNER WITH DM 5,000 INTEREST 
ONLY. WARNING AND FIRM GOOD REPUTATION. REAL ESTATE NOT OWNED. 
ABOUT DM 90,000 INVESTED IN EQUIPMENT AND INVENTORY VALUED 

DM 100,000. WORKING CAPITAL TIGHT, PAYMENT TERMS ARE FULLY 
UTILIZED OR EXTENDED. SALES VOLUME REPORTEDLY AVERAGE. NO SERIOUS 
COMPLAINTS RECEIVED. CERTAIN CAUTION IN GRANTING CREDITS SHOULD 
BE OVSERVED. 

6 INFO 12/74. PREPARED PBARTOLSIC, APPROVED CJHARRIS. HARLAN 
UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 23 DEC 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974FRANKF08370 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740372-1080 
From: FRANKFURT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741215/aaaaamsa.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 SEP 2002 by ReddocGW>; APPROVED <02 JAN 2003 by MorefiRH> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WTDR - WARNING K.G., WERNER 
TAGS: BEXP, GE 
To: STATE COM 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




